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29 July 1966 

Dear Joe, 

Your ECP GR-.75 is approved and you are authorized 
to proceed. Kit changes should be applied against Item V 
of Contract CW-6744 and the retrofit labor against Item VI 
at the time that retrofit is performed. 

Yours truly, 

Chuck W. 
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